Mr. Salata explained his problems with the state mine
inspector's as follows (Tr. 205-206):

Q.  Now, to your knowledge, had any other
inspector required Mine 78 to move it's charger
further into the crosscut?

A.  At firstf we kept our chargers right back
against the stopping.  In 1978, the state come
out and they said they do not want the chargers
there because, there's a good potential
for an ignition.

They say, "you take your charger, move it out
into the intake air.  You charge your batteries
in your regular charging station."

We had it sitting out there for, approximately,
two and a half to three years.  This was the way
that it was always done.

Then it come around, about three years ago, they
said you just move them, just inby, move them just
inby.

JUDGE KOUTRAS:  This was the state?

THE WITNESS:  The state and the federal all
agreed to this, they agreed.  They'd walk by it
constantly.  And, we'ver never had a problem
with the charging stations.

Now, again, they want to move it in.  This is
why I talked with Prank Bahopin that day.  And,
he says, "You can't move them in any.  The closer
you put them the closer to the ignition source
you're going to be."

Also, I mentioned the pipe, he definitely would
not buy the pipe because, they have a flier out
on that since 1978,

I can't, you suggested in making a choice, if
I made a chance, if the air would have passed
over, we'd have kept it going, if I'd had an
ignition, I'm just as liable with the state as I
am with the federal.

Referring to Inspector Burnatti's sketch, exhibit P-7,
Mr. Salata described' the air flow and ventilation system
through the charging station, and he stated that since the
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